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1. Building in which surgical equipment 
' is stored. 


2. Building in which drugs imported °r.» 
foreign countries sre stored. 
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3, 4) 5. Depots where large quantities <f 
medicines are stored. Pharvecic 
throughout Rumania are supe.te) 
from these depots. 
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a. These depots are guarded by «' «2 
guards. 
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